NOTICE OF DECISION UNDER REGULATION 32 
FILM POSTERS 


VIDEO SLICK 


TO: The Film and Video Labelling Body Inc. 

PO Box 2627 
Ponsonby 
Auckland 


Pursuant to regulation 32 of the Films, Videos, and Publications Classification Regulations 1994 the film 
poster entitled: 

Sex And The City Season One: Episodes 4, 5 And 6 

is Approved. 


CONDITIONS OF APPROVAL (where applicable): 
Nil. 


Date: 21 June 2001 


For the Classification Office (signed): 


OFLCRef: 100781 
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